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UNITED Portable Toilet / Hand Wash Station Soap, Paper Towel, and Water Level 
Assessment - April 25, 2020 


Rodell Zorilla <rodell.zorilla@lacity.org> Sat, Apr 25, 2020 at 5:19 PM 

To: shelley.cheney@unitedsiteservices.com 

Cc: Jonelle Gardea <jonelle.gardea@lacity.org>, Rene Negrete <rene.negrete@lacity.org>, Ruben Leon 
<ruben.leon@lacity.org>, Gabriel Miranda <gabriel.miranda@lacity.org>, Anabel Maldonado <anabel.duran@lacity.org>, 
Celeste Hosier <Celeste.hosler@lacity.org>, Gabriel Gutierrez <gabriel.gutierrez@lacity.org> 

Hi Shelley, 

Attached is a spreadsheet showing the hand wash stations with low soap, paper towel, or water levels and a separate 
spreadsheet showing the portable toilet assessments in the Skid Row area. The portable toilet assessment 
spreadsheet indicates conditions such as needs service, paper towel, toilet paper, among others. 

The locations were assessed today, April 25, 2020. Please let me know if you have any questions. 

Thanks, Shelley! 

-Rodell 


Rodell Zorilla 

Geographic Information System 
LA Sanitation and Environment 
c: 213-713-2529 



2 attachments 

gpi UNITED_PortableToiletAssessment_April252020.xlsx 

- 1 11K 

gpi UNITED_HandWash_Water_PaperTowel_April252020.xlsx 

- 1 16K 


https://mail. google. com/mail/u/0?ik=c42ac10ee4&view=pt&search=all&permmsgid=msg-a%3Ar-2751636450209934115&simpl=msg-a%3Ar-27516364... 1/1 





